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December 4, 1985 


The Secretary 
The Council for Tobacco 
Research - USA Inc. 
900 Third Avenue 
New York, NY 10022 

Dear Sir: 


I would be grateful if you would send me information 
and application forms for your research grants. 


Sincerely, 



Peter Thomas, Ph.D. 

Associate Member 

Cancer Research Institute 

Department of Surgery 

New England Deaconess Hospital 
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Source: https://www.industrydoquments.ucsf.edu/docs/xnbcOOOO 



